Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 NAIROB 07744 240941Z 
21 

ACTION AF-08 

INFO OCT-01 EUR- 1 2 ISO-OO CIAE-00 DODE-OO PM-04 H-02 

INR-07 L-03 NSAE-00 NSC-05 PA-02 PRS-01 SP-02 SS-15 

NSCE-00 SSO-OO USIE-00 INRE-00 /062 W 

005857 

O 240900Z JUL 76 

FM AMEMBASSY NAIROBI 

TO SECSTATE WASHDC IMMEDIATE 1307 

INFO AMEMBASSY DAR ES SALAAM IMMEDIATE 

AMEMBASSY LONDON IMMEDIATE 

UNCLAS NAIROBI 7744 


E.O. 11652: N/A 
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SUBJECT: CUTS OFF ELECTRIC POWER SUPPLY TO KENYA 

1 . ACCORDING TO JULY 24 NAIROBI STANDARD, UGANDA CUT OFF KENYA FROM 
THE MAIN POWER LINE FROM JINJA LAST NIGHT. THIS WAS CONFIRMED BY A 
STATEMENT BY PRESIDENTIAL PERMSEC KARIITHI: "IT SEEMS THAT FROM THIS 
EVENING, UGANDA HAS DISCONNECTED KENYA FROM THE MAIN POWER LINE FROM 
JINJA. 

HOWEVER, WE HAVE ENOUGH POWER RESOURCES TO REPLACE WHAT HAS BEEN CUT 
OFF." KARIITHI ASSURED KENYANS IN THE AFFECTED AREAS THAT POWER WILL 
BE RESTORED WITH "MINIMUM DELAY" AND THERE WAS "NO NEED FOR PANIC." 

2. RADIO UGANDA EXPLAINED LAST NIGHT THAT THIS ACTION WAS TAKEN 
BECAUSE OF "SERIOUS SHORTAGE OF OIL IN THE COUNTRY" WHICH MAKES IT 
IMPOSSIBLE TO KEEP ALL TURBINES SERVICEABLE AT GENERATING DAM. 
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